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[Abstract:] Transmits reports of silver melting in July & August with explanations. 951 


Mint of the United States at Philadelphia, 
Melting and Refining Department, 
Philadelphia, 

September 28, 1880 


Sir, 


In consequence of the interlacing of the various lots of Silver Bullion, consequent on the 
Annual Settlement, and their distribution in several places, I have given a single Report on the 
Melting in July. That of August is given more in detail. Both show reasonably good melting, but 
capable of much improvement: 


There were melted 336 melts of silver in July (some of it in June), and 603 melts in 
August, 1880. There was not a single condemned melt. 


Gold not having been delivered until some time in the present month, the report on its 
melting will appear in the Report for September, 1880. 


Very Respectfully yours, 
Jas. C. Booth 
M&R 


Hon. A. Loudon Snowden 
Superintendent 


